OF

PRM-Petition for

Contains records dealing with petitions filed with the
Commission by an outside party to issue, amend or re-
scind an NRC regulation.

1.    Petitions filed by any interested person or party to
issue, amend, or rescind an NRC regulation.

2.    Federal Register notice of the filing of the petition.

3.    Correspondence between NRC and the Petitioner
relevant to the status and substance of the petition.

4.      Comments from the nuclear industry, professional
associations, public interest groups, and others in
favor of or in opposition to the PRM.

5.      Statements, motions, orders, and correspondence
dealing with emergency petitions filed by parties
on such topics as fire protection and a reanalysis of
the capacity of operating U.S. plants to withstand
earthquakes.

NOTE: For staff recommendations to the Commission-
ers on whether the PRM should be denied or
issued as a Proposed Rule, see the SECY file
category. For Commission review of staff rec-
ommendations, see the 10 CFR 9.21 file cate-
gory.

PRO J- Projects

Contains records pertaining to two classes of projects:
(1) commercial nuclear power plants for which NRC has
full licensing responsibilities; and (2) Government-
owned reactors for which NRC provides technical ex-
pertise and occasional review. Both classes are identi-
fied with a "P" prefix, followed by a series of numbers.

1.    "Pre-docketed" commercial nuclear power plants

These files contain all documentation up until the time
that the NRC considers the application and the Safety
Analysis Report (PS AR) is submitted by the utility com-
plete enough for staff review. The unit is then assigned a
docket number and the file transferred to the
Docket-50 series category.

The documents are grouped together in categories/des-
ignated by alphabetic characters. These are the same
categories as those used for the Docket-50 series.

A.    Application/Construction Stage

1.    Application submitted by the utility.

2.     Meeting notices, summaries and correspon-
dence discussing the completeness and ade-
quacy of the Preliminary Safety Analysis Re-
port (PSAR).

3.     Applicant Quality Assurance Manual

4.     Early site review information.

5.      Backup technical documents submitted in
support of the application.

6.     Early site visits.

B.    Utility Preliminary Safety Analysis Report
(PSAR) and Amendments

1.      PSAR submitted by the utility.

2.     Amendments and change to the PSAR.

3.     Transmittal and acknowledgment letters.
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